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Position  Information 


Air  Pollution  Control  is  an  environmental  health  function  of  the 
Pennsylvania  Department  of  Health.  Positions  in  air  pollution  control 
are  concerned  with  the  study,  control  and  prevention  of  such  atmospheric 
pollutants  as  smoke,  gases,  dust,  odors  and  vapors. 


Air  pollution  control 
engineers  investigate  com- 
plaints of  pollution  and 
inspect  sources  of  contam- 
inants. They  determine  the 
measures  needed  for  the 
control  or  prevention  of  pol- 
lution and  seek  abatement 
action  through  conferences, 
conciliation  and  persuasion 
whenever  possible. 


Requirements 

Entry  level  positions  require  a degree  in  chemical,  industrial, 
mechanical  or  civil  engineering  from  an  accredited  college  or  university. 
In  addition,  a year’s  experience  in  air  pollution  control  work  is  required 
for  the  position  of  Air  Pollution  Control  Engineer  II,  three  years  of  ex- 
perience for  Air  Pollution  Control  Engineer  III,  and  four  years  of  experi- 
ence for  Air  Pollution  Control  Engineer  IV. 

The  Air  Pollution  Control  Engineer  V position  requires  six  years 
of  appropriate  experience  (including  two  years  in  a supervisory  or  ad- 
ministrative capacity)  and  possession  of  a professional  engineer’s 
license  or  eligibility  for  such  a license. 


Location  of  Positions 


Air  pollution  control  engineer  positions  are  open  in  Pennsylvania 
Department  of  Health  offices  in  Meadville,  Pittsburgh,  Lewistown,  Kings- 
ton, West  Reading,  Philadelphia  and  Harrisburg. 


A variety  of  samplers 
and  pollutant-measuring  in- 
struments are  used  by  air 
pollution  control  engine ers 
in  providing  scientific  data 
useful  to  the  P ennsylvania 
Department  of  Health  and 
the  P ennsylvania  Air  Pollu- 
tion Commission.  Such  data 
may  be  useful  in  the  devel- 
opment of  air  pollution  con- 
trol ordinances  or  regula- 
tions. 


Professional  Growth  and  Training 

Air  pollution  control  engineers  work  and  train  under  competent 
supervision  in  the  field,  attaining  increased  competence  in  methods  and 
means  of  controlling  the  emission  of  contaminants.  Engineers  are  en- 
couraged to  participate  in  professional  conferences,  to  take  refresher 
courses  and  to  continue  advanced  study  in  subjects  pertinent  to  air  pol- 
lution and  its  control. 

Promotional  Opportunity 

Civil  Service  promotional  examinations  are  scheduled  regularly  for 
candidates  meeting  the  qualification  requirements.  Initiative,  creativity 
and  the  conscientious  performance  of  duties  assure  recognition  and  con- 
sideration in  the  Pennsylvania  Department  of  Health’s  promotion  policy. 


Salary  Ranges 

Air  Pollution  Control  Engineer  I 
Air  Pollution  Control  Engineer  II 
Air  Pollution  Control  Engineer  III 
Air  Pollution  Control  Engineer  IV 
Air  Pollution  Control  Engineer  V 


S 7,772  to  $ 9,454 
$ 8,580  to  $10,954 
$10,432  to  $13,979 
$12,075  to  $16,170 
$13,979  to  $18,725 


How  to  Apply 

Application  forms  may  be  obtained  from  your  college  placement 
office  or  by  writing  to  the  Pennsylvania  State  Civil  Service  Commission  , 
P.  0.  Box  569,  Harrisburg,  Pennsylvania  17120. 

Examinations  for  the  positions  are  administered  on  college  cam- 
puses and  in  the  Civil  Service  Commission’s  offices,  South  Office  Build- 
ing, Harrisburg.  Appointments  to  the  positions  are  contingent  upon  ranking 
attained  through  Civil  Service  examinations. 


Benefits 


Challenge 

Stability 

Good  Working  Conditions 
Good  Starting  Salary 
15  Days  Vacation  A Year 


Training 
Merit  System 
Professional  Growth 
Salary  Increments 
13  Paid  Holidays  A Year 


Sick  Leave 

Insurance  (program  pending) 
Hospitalization  and  Medical  Plans 
Retirement  Plan  (State  Employes  Retirement  Fund) 


For  More  Information 

Contact  the  Division  of  Air  Pollution  Control,  Pennsylvania  De- 
partment of  Health,  P.  0.  Box  90,  Harrisburg,  Pennsylvania  17120. 
Phone  787-6547,  Area  Code  717. 


